dir George Williams University 1435 Drummond St. Montreal 107 879-2867 or 879-2863 


VIA_TELBEC November 19, 1971 


FOR IMMEDIATE RELEASE 


SIR GEORGE WILLIAMS UNIVERSITY and NUSGWUE representatives will meet with the 


Conciliator on Sunday, November 21. 


At the request of the University, the government -appointed Conciliator agreed to 
organize a meeting with both parties. Mr. Leon Lepage, CNTU technical admiser, 


agreed to the meeting on behalf of the Union. 


Michael Sheldon 

Assistant to the Principal 

Sir George Williams University 
(879-2863) 
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Des représentants de Sir George Williams University et du National Union of Sir 


George Williams University Employees rencontreront le Conciliateur le dimanche 


21 novembre. 


A la demande de l'Université le Conciliateur, nommé par le gouvernement, a accepté 


d'arranger une rencontre entre les deux partis. M. Léon Lepage, du CSN, a accepté 


cette rencontre au nom de l'Union. 


Michael Sheldon 

Adjoint du Recteur 

(Sir George Williams University 
(879-2863) 


ISUTHY SMIN IMSS 


